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CIVILIAN' 3»PL0IVK»I BOARD 




Kinutes of Vesting Held [ 


V 3T 


9 December 1947, Room 117, Hq. 1 

i 



It. Oelonol John I*. Libby 
Eajor Hamill D. Jones 
Kajor Jack Faulds 
I'ajor 1'ourice H. Klein 
1st Lt. H. S. Buchnnan 
Dr. A. Sinkov 



!*r. Frank B. Rowlett 
Dr. S. Kullback 
vVr. Nark Rhoads 
I’iss Gertrude E. Kirtland 
J’r. Alfred ‘.J. Rose 



1. PKDrOTIDI!3 : 



The Civilian anployment Board met and considered the following pr^miotions: 





Name 


Present Position 


Proposed Position 


SL m 


John A. Tasker 


Administrative Assistant 
GAR-8 


Electrical Engineer 
P-4 


b. 


Ann £. Caracristl 


Research Analyst (Crypt.) 
P-2 


Research Analyst 
P-3 


(Crypt.) 


e. 


John J. Larkin 


Research Analyst (F.A.) 
P-2 


Research Analyst 
P-3 


(F.A.) 


d. 


James J. Leahy 


Research Analyst (Crypt.) 
P-2 


Research Analyst 
P-3 


(Crypt.) 


e. 


Juanita Louise Norris 


Research Analyst (Crypt.) 
P-2 


Research Analyst 
P-3 


(Crypt.) 


f. 


Nicholas I'urphy 


Research Analyst (Cryot.) 
P-2 


Research Analyst 
P-3 


(Crypt.) 


s. 


Paul Young 


Research Analyst (Soec.) 
P-2 


Research Analyst 
P-3 


(Spec . ) 


h. 


Nathan Diaonhaus 


Radio Engineer 
F-3 


Radio Engineer 
P-4 - 




i. 


1'uric Arm Foyer 


Research Analytic Spec. 
P-3 


Research Analytic Spec. 
P-4 


j. 


Caleb A. Sevens 


Research Analytic Spec. 
P-4 


Research Analytic Spec. 
P-5 



The Board examined each Individual case and in all caae3 recommended approval. 
There being no further business, the meeting adjourned at 1000. 
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(Mr, Bn&etVa aeeretary la repeated to attend to take admit ea,) 




frceotionei 



1* 


Jane* J 
hwi 


i tMfef 
P-JW 16 


©397.® 




foi 


M-331* 


4149.60 


a, 


Caleb 4, 


. Sevan* 






Front 


NkU 


3152.00 




Tot 


*■ 0310-5 




3, 


John A. 


Tanker 






frau 


CAP-ft-4 


3890*90 




Toi 


?-4**9 


4902.00 


4* 


John J. 


Larkin 






Front 


WWH 


3397.® 




Te» 


P-130-3 


4149.60 


9. 


Amt Caraarlatl 






Front 


M-n 


3397.® 




Tot 


P-3-13lft 


4149.® 


6 . 


Marie Ann Merer 






Freni 


P-3-10 


4273,® 




tot 


P-4-1310 


4902.00 


7. 


UtaOLae Uxavhr 






Front 


P-2-11 


4149.® 




Toi 


F-3-1310 


4149,® 


ft. 


Me than D*t*enha>ie 






Proa! 


P-3-37 


4631.® 




TO* 


P-4 


4*52,00 




(FL/ 








P- 


- ^ 'k P 


-3 




t P-3 



